King, Valerie A. 


From: 

Himikel, Daniel J. 

Sent: 

Tuesday, August 14, 2001 10:46 AM 

To: 

King, Valerie A. 

Subject: 

ASHRAE 

Valerie, 



i had a manuscript complete the peer review process at ASHRAE a few weeks ago. The title is Predicting Contaminant 
Removal Effectiveness of Three Air Distribution Systems by CFD Modeling. It will be published in ASHRAE 
Transactions January 2001. I have volunteered to make an oral presentation at the ASHRAE January meeting. 
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Best Regards, 

Daniel 1 Hirniket, P.E. 
Tel # 804-274-4131 
Fax # 804-274-2891 
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